Brief comment text:

There is no need for a commercial back up to GPS. There are 4 globally available gps like systems already. The company in question has not shown the ability to execute on building something like this. This feels like a grab for monies sake. As a ham radio operator, operator of RC aircraft, mechanic participant. The loss of this frequency would be terrible. Please vote no on this pure power grab for this company to enrich themselves at others expense.
